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III. 

An Account of the fame^ By Jo. Freeman 

Efqi F. R. S. 

Read Feb, ^ \ SI paflcd tlifo' the Mews To-dav, a 
^9-50. ^A^ li^ji^ before i o' Clock, I £dt a 
Shock like an Earthquake, and I thoufiht I heard a 
hollow deep Koifc, Several Women thereabouts 
came running out of their Houfes much terrified. 

At Lctcejier-Houfe they were apprehenfivc the 
Foundation was giving Way, and were going to fend 
inimcdiarcly for the Surveyor. 

All the Way in my Return home, I faw many 
Groups of People together, and difcourling upon 
this Shock that had juft happened j fome imagining 
it was occalion'd by fomc Houfes being blown up 
in Gold-Lane^ where there was a great Fire, and 
others trom fome Powder-Mills blowing up 5 the 
fame thing having been obferved about p Years ago, 
from the like Accident at the Mills at Hoiinflo'-j^. 
If neither of thefe Caufes appear, it can be no other 
than an Earthquake. 



IV. 



An Account of the fame ^ by William Fauquier 

Efr,RR,S. 

Head fth. x^ . ^^^ Jhurfday the 8th of February y 

•749-50- \^ 1 745)- 5-0. at about half an Hour 

after 12, as i was fucing reading with one Elbow 

on 
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on thcl'able, on the Ground-Floor,in my Houfc cvElt- 
ham in Kent^ I Iclt two Shocks from Eaft ro Wc^i, 
^vvhich I iiiimcdiatcly thought was an Earthquake, 
as I had felt fomcthiiig like it once at Naples ; and 
was confirmed in my Opinion, by my Wiil'^r-nmng 
down-ftairs frighted, and declared it was an Earthquake, 
flie having felt one in the Weji -Indies, S: e was 
in tlie Room over me, in which R.oom tli re was 
China (landing on a Cabinet, which, fiic lays, iliook 
in fiich a manner that flie cxpcdcd it to fail. My 
Children, who were in the Room over her, fecm 
to have h\t it flronger, as they £17, they appre- 
hended a Chcft of Drawers in their Room wasfall- 
in<jr. Tiie Servants tliat were in the Kitchen, v/hich 
has no Room under it, feem to have fcl: but lirtle 
of it. One that was writing fays he felt the Drcffer 
move, and the Wall, but thought it was only the 
Shuttiui^ of a Door. Other Servants in the fame 
Room felt nothing at all of it. My Gardener, veho 
veasat Work in the Garden, felt nothing of it. 

The Wind was at S. W. and had been hii\h in 
the Might and Morning, but was very much abated ; 
^and after this, for fome time, it was quite calm; 
which I believe it is generally obferv'd to be, in 
thofe Countries where Eartiiquakes are more fre- 
quent. A Flight of Pigeons I have, feem'd to be 
much frightened. 

Eltham is about 8 Miles S. S. E. from London- 
Bridge^ and flands on a Hill. 

Tliis Account was written before I had heard any 
thing from London. 
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